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A. L. A. Catalog, 1904-1911, edited by Elva L. Bas- 
com. 350p. Price $1.50 postpaid. 


The most important aid in book selection since the A. L. A. 
Catalog of 1904. It is an annotated list of about 3000 of the 
best books published since the Catalog was printed. 


List of Economical Editions, by Le Roy Jeffers. Sec- 
ond and revised edition. Just out. Price 25ce. 


Periodicals for the Small Library, by Frank K. Wal- 
ter. Price 10e. 


Training for Librarianship, by Mary W. Plummer 


(A. L. A. Manual of library economy, Chap. 
XIII.) Price 10e. 


Index to Library Reports, by Katharine T. Moody. 
Price $1. In press. 


Opens up a vast amount of material on library economy 
heretofore buried in library reports. 


Aids in Library Work with Foreigners; compiled by 
Marguerite Reid and John G. Moulton. 24p. 
Price, 10 cents; special price for 25 or more. 

List of books for learning English; grammars and handbooks 


in foreign languages; books about the United States for for- 


eigners, in various languages; and aids in selecting foreign 
books. 
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Beatty, Bessie. A political primer for the new voter; 
introduction by William Kent. San Francisco, 
' Whitaker & R. 1912. 76p. 75ce. net. 


This modest little text outlines very briefly the laws regard- 
ing citizenship, government and legislation, placing special em- 
phasis on woman’s political and legal status. It was originally 
compiled for women voters in California, but will be almost as 
useful for women voters in other states, in showing them what 
requirements must be met and what their new duties and privi- 
leges are. 


853 U. 8.—Government || Women—Law 12-25412/3 


Belloc, Hilaire. This and that and the other. N.Y. 
Dodd{Lond.Methuen](N)1912. 351p. $1.25 net. 
5/ 

The forty slight essays collected under this title are widely 
varied in subject, but closely related in style. Whether com- 
menting on fame, inns, omens, lying, or on pedants, young peo- 
ple, barbarians, the higher criticism and love of England, the 


same amiable, middle-age, slightly disillusioned attitude toward 
life is pronounced. 


824 12-23752/2 


Betham-Edwards, Matilda Barbara. In French- 
Africa; scenes and memories. Chic.MeClurg 
[Lond. Chapman] (F) 1913. 324p. illus. $2.50 
net. 10/6 net. 


‘*Bright and crisply written sketches’’ of travel in French 
Africa in the time of Napoleon III. Personal and anecdotal 
memories not before published alternate with passages from 
the author’s former works, A winter with the swallows and 
Through Spain to the Sahara, both long since out of print. 
Among the pleasantest parts of the book are the descriptions of 
town and country which have not materially altered, vividly 
realistic pictures of a Mohammedan féte, and of the effects of 
an invasion of locusts and of an earthquake. Sixteen good illus- 
trations, 


916.5 Algeria 13-35195 73 
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Blake, J. P. English furniture, by J. P. Blake and 
A. E. Reviers-Hopkins (Little books about old 
furniture) N.Y.Stokes[Lond.Heinemann }]1912. 
v. 3-4, illus. $1 net each. 2/6 net each. 


These two volumes trace the development of English furni- 
ture from the Chippendale period in the middle of the eighteenth 
century to the period of Hepplewhite, Sheraton and the Adams 
Brothers, in the early nineteenth century. Like the earlier vol- 
umes (Booklist, 8:252, F 12) they are chiefly of value to the 
collector or purchaser of moderate means who does not wish to 
go into the subject very deeply. 


749 Furniture (12-435) /2 


Blauvelt, Mary Taylor. Solitude letters. Bost.Sher- 
man,French(N)1912. 216p. $1.30 net. 


These letters, written by an American woman of forty, teacher 
in a girls’ school, to a woman friend, are somewhat reminiscent 
of Benson, comprising musings on life, love and work, particu- 
larly on teaching. Tranquil, clear and very sane, they interpret 
honestly the experiences of an ordinary life and will be found 
interesting and helpful by women readers who face life from 
the same standpoint or who live and work under similar con- 
ditions. 


814 or 824 12-25602/2 


Blessing, George Frederick. Elements of drawing, 
by George F. Blessing and Lewis A. Darling. 
N.Y.Wiley(S)1912. 193p. illus. $1.50 net. 


A good, practical work for beginners in machine drawing, 
based on courses in mechanical and electrical engineering in 
Cornell University. The text is thoroughly up to date and the 
problems are limited to the parts of a single machine. 


744 Mechanical drawing || Drafting room practice 12-—20167/2 


Bradley, Rose M. The English housewife in the sev- 
enteenth and eighteenth centuries. [N.Y.Long- 
mans]Lond.E. Arnold(N)1912. 336p. illus. $3.50 
net. 12/6 net. 


Contemporary memoirs, diaries, old receipt and account books 
and unpublished family papers are among the sources drawn 
on for the varied and accurate information entertainingly pre- 
sented in this volume. It pictures very graphically the surround- 
ings, domestic duties, occupations, expenses and pleasures of 
the English gentlewoman from the outbreak of the Civil War 
till the accession of Queen Victoria. Interesting illustrations 
from old prints. 

896 Women—England || England—Social life and ae 

13-3870 /4 
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Burnet, Etienne. Microbes and toxins; tr. from the 
French by Dr Charles Broquet and W. M. Scott. 
N.Y.Putnam[Lond.Heinemann] (Ag)1912. 316p. 
illus. $2 net. 5/ net. 


A clear, fairly untechnical exposition of facts and applica- 
tions in bacteriology, giving the most authoritative views re- 
garding infection, immunity, serum therapy and vaccines. It 
is thoroughly up to date and accurate, and will interest any 
reader having scientific interests and a fair amount of scientific 
knowledge. ‘‘By far the best general account of the microbes 
of health and disease that we have seen.’’—Knowledge. Metch- 
nikoff writes an introduction (4p.) 

616 Bacteriology || Germ theory of disease || Toxins 

1383-35196 74 


Butterfield, William Harold. A book of house plants, 
by W. H. Butterfield and H. W. Tuttle. N.Y. 
McBride, Nast(D)1912. 1538p. illus. 2714em. 
$2 net. 


These twenty-one floor plans and views show a considerable 
variety of types—stucco and half-timber cottages, Dutch and 
New England colonial houses, Italian villa, stucco bungalow, 
Swiss chalet, Spanish mission, etc. They lack individuality but 
are practical and the text, though not extensive, is suggestive. 
Ground area and estimated cost are given, the latter ranging 
from $2800 to $6000. 


728 Architecture, Domestic 13-341/3 


Campagnac, Ernest Trafford. The teaching of com- 
position (Riverside educational monographs) 
Bost.Houghton,1912. 65p. 35c. net. 


A stimulating little book for teachers of the lower grades, 
in which the principles rather than the details of teaching com- 
position are very effectively presented. The author believes that 
‘‘reading is the most genuine form of composition lesson.’’ 


420.7 English language—Study and teaching || Composition 
(English ) 12-24269/3 


Carleton, William, pseud. New lives for old. Bost. 
+ Small(F)1913. 222p. $1.20 net. 


The author of One way out buys a farm and encounters in the - 
New England country village conditions which set him to think- 
ing and working along new lines. His original methods and 
enthusiasm awaken the dead village and through cooperation, 
friendly rivalry and expert advice the land which had been 
only furnishing a miserable existence to its shiftless owners be- 
comes a source of good living and steady income. The book 
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constitutes a telling criticism of a condition which exists in 
some sections of New England, and a vindication of scientific 
farming methods. Perhaps less spontaneous than the earlier 
book but of interest to any student of present conditions. 


630 Agriculture—New England || Country life 13-3262 /4 


Chesterton, Gilbert Keith. A miscellany of men. 
N.Y.Dodd[Lond.Methuen](N)1912. 314p. $1.50 
net. 5/ 


Nearly forty ‘‘write-ups’’ on all sorts of subjects, originally 
printed in the Saturday Daily News. Exaggerated and untram- 
meled to the point of caprice, they yet have a deal of downright 
common sense and their vivacious, startling’ style holds the 
interest. 


824 12-26388/2 


Clark, Francis Edward, Old homes of new Ameri- 
cans. Bost.Houghton(F)1913. 265p. illus. $1.50 
net. 


A unique book of travel written to promote a better under- 
standing of Austro-Hungarian emigrants and their contribution 
to American life through a first-hand study of their back- 
ground, It takes up each of the provinces and peoples of the 
composite Austrian empire except German Austria, sketching 
its history and romance, and describing its social life and cus- 
toms. 


914.36 Austria—Description and travel. Analytic: Hungary. 
13-1969 / 


Clarke, Helen Archibald. Browning and his cen- 
tury. Garden City, N. Y., Doubleday (D) 1912. 
374p. illus. $1.50 net. 


These essays by an enthusiastic student, joint editor of the 
Camberwell edition of Browning’s works and author of Brown-: 
ing’s England and Browning’s Italy, sketch the scientific, philo- 
sophical, ethical and social movements of the middle nineteenth 
century, trace their influence on the literary men of the period, 
and point out Browning’s leadership. Through quotation and 
argument she shows how clearly his poems expressed the prob- 
lems of the day and were in advance of its political standards. 
A work of decided interest for Browning students and for 
students of English literature in general. - 


821 Browning, Robert 12-28692 /2 


Conklin, Mary Greer. Conversation; what to say 
and how to say it. N.Y.Funk(N)1912. 186p. 
75¢e. net. 
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A really suggestive little book, written for ordinary people 
who wish to improve in this social grace. Point is frequently 
given by relating anecdotes, actual blunders or cases of tactful 
rescue of a doomed conversation, and wise dicta of Stevenson, 
Mahaffy, Sydney Smith and other conversationalists are skil- 
fully interlarded. Dinner-talk is the author’s special object of 
solicitude. Bligh’s Ability to converse (Oxford univ., 1912, 
323p., 70¢e., A13—707) is a much more scholarly work, dividing 
the different kinds of conversation into ‘‘planes’’ (anecdotal, 
personal, scientific, political, esthetic, ethical, spiritual) and 
treating it not as a means of entertainment but as an inter- 
change of ideas between persons who desire to arrive at the 
truth of a question. 


374.1 Conversation || Table-talk 12-26266/3 


Coolidge, William Augustus Brevoort. Alpine stud- 
ies. N.Y. & Lond. Longmans (O) 1912. 307p. 
illus. $2.50 net. 7/6 net. 


Twenty articles which, with the exception of three, have been 
collected from various European periodicals. They cover a life- 
time of Alpine climbing, dating from 1865, and represent for 
the most part the conditions that faced the early mountaineers. 
They are full of the details that interest the latter and will 
attract only a small proportion of the general reading public. 
Sixteen fully described illustrations and good index. By the 
author of The Alps in nature and history (in A. L. A. Catalog 
1904-11) 

796 Alps || Mountaineering 12-25303 78 


Cousins, Frank. Colonial architecture; introduction 
by Glenn Brown; series 1, Fifty Salem door- 
ways. Garden City, N. Y. , Doubleday (D) 1912. 

 387%em. $5 net. 

Students of colonial architecture will find much interesting 
material in this portfolio of fifty plates, reproducing early 
American adaptations of the work of R. and J. Adam Stuart, 
and other Georgian builders and architects. Each of the door- 
ways reproduced has a short description, with historical data, 
and a note giving its location. 


721.8 Doors || Architecture, Colonial 12-26250/73 


Crockett, William Shillinglaw. The Scott originals. - 
[N.Y.Seribner] Lond.Foulis(O)1912, 431p. illus. 
$2.50 net. 6/ net. 

A book for Seott lovers, describing in some detail the people 


who were the originals of characters in the Waverley novels. 
Entertainingly written by a Scott enthusiast and fully illus- 
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i 


trated with portraits of originals, photographs of their homes, 
relics, etec., and facsimiles. In all this series the illustrations 
are tipped in on tinted mounts. Other volumes now published 
are: 
Pugh, E. W. The Charles Dickens originals. 346p. 
12-29353 
Simpson, E. B. The Robert Louis Stevenson originals. 
213p. 13-35186 


823 Scott, Sir Walter, bart. 12-15718/2 


Dalton, Leonard V. Venezuela (South American 
series) [N. Y. Scribner] Lond. Unwin (D) 1912. 
320p. illus. map. $3 net. 10/6 net. 


Like earlier volumes of this useful series, this work covers 
a very wide scope. The first six chapters comprise a full his- 
tory, not only giving events but also their causes and effects. 
The aborigines have a short chapter, sections of the country 
are fully discussed, and concluding chapters take up its de- 
velopment, means of communication and future. Thirty-four 
illustrations and bibliography (28p.) 


918.7 Venezuela. Analytic: Bibliography 12—27857 /3 


Daly, Thomas Augustine. Madrigali. Phil. McKay, 
1912. 169p. illus. $1 net. 


The common joys and sorrows, homely incidents of life and 
emotions of love are sung in these poems, many of which are 
familiar from magazine publication. Whether it is the Italian 
with his curious jargon, the Irishman or the poet speaking, 
the note of human interest and sympathy which makes a sure 
appeal to the reader is never absent. 


811 or 821 12-25599 /2 


Devereux, Roy. Aspects of Algeria. N.Y.Dutton 
[Lond.Dent](N)1912. 316p. illus. map. $3 net. 
10/6 net. 


These serious studies have more interest to the student than 
the recent tourist books. They are mainly concerned with the 
economie aspects of Algeria—the Moslem subjects of France, 
the French conquest, the French as colonists, the industrial 
development, the evolution of the Algerians, the future of Al- 
geria, etc. The chapters on Islam and on the Arab are of less 
value. Good illustrations, folding map and index. 


916.5 Algeria || France—Colonies 13-35197 /4 


Devine, Edward Thomas. The family and social 
work. N.Y.Ass’n press(D)1912. 163p. 60c. 
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A suggestive little book designed for use by the college de- 
partment of the International Y. M. C. A., aiming to make 
clear the essentially religious character of social work—that 
it is fundamentally applied religion. It shows that while 
social workers may receive much valuable aid from a study of 
economies and biology their scale of values must be different 
from that of the economist’s or biologist’s. Their measure of 
efficiency is their ability to. conserve life and improve all condi- 
tions affecting the family, which is the center of all charitable 
work, 


860 Family || Social work 12-27949 /3 


Early, Jubal Anderson. Lieutenant General Jubal 
Anderson Early, C. S. A.;-with notes by R. H. 
Early. Phil. Lippincott (N) 1912. 496p. illus. 
$3.50 net. 


A valuable contribution to Civil War literature, but of less 
interest to the general reader than most reminiscences of lead- 
ers. It is a very impersonal description of the campaigns and 
battles in Virginia, Maryland and Pennsylvania, and is marked 
by caution in dealing with the South and by bitterness in criti- 
eizing the North. 


973.7 U. S.—History—Civil War 12-26763 /2 


Fowler, Henry Thatcher. A history of the literature 
of ancient Israel from the earliest times to 135 
B. C. N.Y.Maemillan(S)1912. 392p. $2.25 net. 


A clear, accurate, general work which can be commended not 
only to the divinity student but also to the intelligent layman 
who wants a conservative, constructive and reverent summary 
of the history of Hebrew literature. It shows a fine apprecia- 
tion of the literary character of the Hebrew narratives and 
poems and prophecies and is written with decided literary 
charm. Little space is given to critical  aananeaee and the out- 
look on literature is not wide. 


892.4 Hebrew literature || Bible—Old Testament—Litera 
character 12-22819 7 


Franklin, William Suddards. Electric’ lighting and 
miscellaneous applications of electricity. N.Y. 
Maemillan(My)1912. 299p. illus. $2.50 net. 


A simple, concise treatment of both the technical and eco- ° 
nomie sides of the subject, adapted to students and the worker. 
The discussion of photometric units is specially commendable 
for its simplicity and directness. A companion volume to Dyna- 
mos and motors (in A. L. A. Catalog 1904-11) 


621.32 Electric lighting. Analytic: Electrolysis 12-16969/3 
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Fried, Alfred Hermann. The German emperor and 
the peace of the world; with a preface by Nor- 
man Angell. [N. Y. Doran] Lond. Hodder (N) 
1912. 214p. $2 net. 6/ 


The author, a prominent leader of the German pacifist move- 
ment, reviews Kaiser Wilhelm’s spoken and written words in 
favor of universal peace, and compares them with his actions 
since he first showed his interest in the subject in the middle 
’90’s. He is convinced that the Kaiser is no longer a ‘‘ war 
lord’’ but a ‘‘peacemaker’’ and that it is his ambition to pre- 
serve Germany from the stain of war and to bring about a 
European rapprochement. Author has been awarded the Nobel 
peace prize. The book is printed on poor paper and is cheaply 
bound. 

327 Peace || Wilpelm II, emperor of Germany || Germany— 
Foreign relations 12-29470/4 


Garcia Calderon, Francisco. Latin America; its rise 
and progress; tr. by Bernard Miall (South 
American series) N. Y. Scribner[Lond. Unwin] 
(F)1913. 406p. illus. map. $3 net. 10/6 net. 


This unique and striking work, written by a young Peruvian 
diplomatist, is at once a comprehensive and carefully docu- 
mented history of the evolution of Latin America and a search- 
ing study of current problems. He is specially concerned with 
Latin-American psychology in its broadest sense, including its 
literary as well as its political expression, and deals at length 
with racial qualities. He is less convincing in his unrestrained 
discussion of the peril of United States influence and the feel- 
ing of South America on the subject, and in his chapters on 
the Japanese and German peril. Preface by Raymond Poin- 
earé, president of France. Good folding map. 


980 Latin America 13-5030 /2 


Gillette, John M. Constructive rural sociology. N.Y. 
Sturgis(F)1913.- 301p. illus. $2 net. 


An ambitious work, the author’s professed aim being ‘‘to 
define the scope of rural sociology, to differentiate between 
rural and urban communities, to distinguish between the types 
of rural communities, and to indicate the physical and so- 
cial influences which have produced them. . . to mark out the 
nature of the rural problem, to consider the improvement of ag- 
riculture, farm marketing, farm labor and the farm home. 
and to take an inventory of social institutions and indicate 
how they may be improved.’’ It will be less helpful for the 
practical worker in any single field or inquirer for help in 
any special method of improvement than for the general stu- 
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dent of the rural problem, since it surveys the whole field in 
a constructive manner, quotes or summarizes from the best of 
recent literature and gives good lists of books, articles and 
documents with each subject. 


630 Country life || Farm life || Agriculture—U. S. || Country 
life—Bibliography 13-3862 /6 


Graham, Stephen. A tramp’s sketches. N.Y. & 
Lond.Maemillan(O)1912. 339p. $1.60 net. 5/ 
net. 


Meditations and descriptions of incidents and scenes along 
the Caucasian and Crimean shores of the Black Sea and on a 
pilgrimage with Russian peasants to Jerusalem. They are less 
interpretive of the country than of life, specially the author’s 
attitude toward it and toward the various sorts of people he 
meets. Though not profound nor novel, there is a spiritual 
significance, a pleasing sentiment and a lyrical quality about 
them that will attract educated readers who like impressionis- 
tic, self-revelatory essays. 


914.7 Russia—Social life and customs || Russia—Description 
and travel. Analytic: Jerusalem A13-313 /5 


Haynes, Henrietta. Henrietta Maria. N.Y.Putnam 
[Lond.Methuen](0)1912. 335p. illus. $3.50 net. 
10/6 net. 


An interesting and careful biography, based largely on 
original sources, of the daughter of Henry IV of France and 
wife of Charles I of England. ‘‘She has been able to draw 
many details of interest and she has produced a picture in 
which the central figure is satisfactorily pronounced against an 
accurate historical background.’’—Athenaeum, 1:123, 1 F 13. 


942 Henrietta Maria, queen consort of Charles I, king of Eng- 
land || England—History—Stuarts, 1603-1714 A13-708 73 


Headlam, Cecil. Provence and the Languedoc. 
[N. Y. Doran] Lond. Methuen (D) 1912. 3138p. 
illus. map. $3.50 net. 10/6 net. 


The physical geography, architecture, people and romantic 
history of that part of Provence and Languedoc which lies 
about the valley of the Rhone and its mouth, as well as the 
country to the west, are very appreciatively set forth in this’ 
rather extensive volume. To one who knows the region or is 
fairly conversant with its history and literature, it will be 
pleasant reading. The sixteen photographic reproductions are 
attractive. 


914.49 Provence || Languedoc 13-3050 /3 
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Heyl, Charles Christian. The art of the Uffizi palace 
and the Florence Academy, together with that 
of the minor museums of Florence (Art galler- 
ies of Europe) Bost.Page(O)1912. 364p. illus. 
$2 net. 


A full, uncritical survey of the art of the Uffizi, having a well 
sketched historical setting and drawing largely on the legends 
of the saints and the lives of the artists. It is concerned 
with the meaning and beauty of the paintings and sculptures 
rather than with their technical qualities, and so will appeal 
to the amateur and not to the well versed student. The fifty 
illustrations are fairly well reproduced in sepia. 

708.5 Florence—Galleries and museums || Art—Galleries and 
museums || Painting, Italian || Uffizi Gallery || Florence Academy 

12-24954/6 


Hoffding, Harald. A brief history of modern phil- 
osophy; authorized translation by Charles Fin- 
ley Sanders. N.Y. .& Lond.Maecmillan(S)1912. 
324p. $1.50 net. 6/ net. 


An exceedingly valuable handbook, perhaps superior to any 
other for readers wishing a compact, comprehensive, brief his- 
tory. The various schools are analyzed and criticized, and the 
main currents of philosophical thought followed since the 
renaissance. Particularly valuable are the appreciations of 
contemporary thinkers—Boutroux, Eucken, Bergson, Bradley 
and James. The original German work was published in 1905. 


190 Philosophy—History 12-—22145/2 


Holme, Charles, ed. Peasant art in Russia. N.Y. & 
Lond.Lane,1912. 52p. illus. map. 30cm. $3 net. 
7/6 net. 


A monograph containing four articles by Russian experts on 
the peasant art of Great Russia, Little Russia, Russian Poland 
and Lithuania, and many illustrations in color and monotone. 
The latter comprise reproductions of interesting examples of 
articles of dress, metal-work and jewelry, pottery, carved ivory, 
furniture, etc., and many photographs (in color) of peasants’ 
costumes. As interesting as the earlier volumes on Austrian 
and Scandinavian peasant art. 


709.47 Art, Russian || Russia—Social life and customs || 
Costume 13-88 /4 


Hudson, William Henry. The story of the renais- 
* sance. N.Y. & Lond.Cassell,1912. 268p. illus. 
$1.50 net. 5/ net. 
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An illuminating survey, popular in the best sense. Though 
it covers in a few pages a vast and complicated subject often 
treated before, ‘‘it has the air less of a compilation than of a 
synthesis,’’ and has suffered neither in readableness nor inter- 
est through condensation. It is strongest on the historical side, 
the chapter on the Reformation being specially noteworthy, but 
is less successful in dealing with art and literature and all that 
depends on appreciation rather than on plain history. There 
is over emphasis of certain phases and some distortion owing 
to the brevity of the study. 


940.6 Renaissance. Analytic: Reformation W13-31/4 


Hutton, Edward. The cities of Lombardy. [N.Y. 
Maemillan]Lond.Methuen(N)1912. 322p. illus. 
$2 net. 6/ 


The cities and lakes of Lombardy are here accorded the same 
pleasing treatment that other sections of Italy have received 
in the author’s earlier works. Like them, this volume will ap- 
peal to the traveler of cultured tastes who wishes to acquire 
the atmosphere as well as the history of the region. There are 
twelve artistic illustrations in color by Maxwell Armfield, fifteen. 
monotones, largely from photographs, and map on end-papers. 


914.52 Lombardy || Art, Italian 18-35185/3 


James, Alice L. The chafing-dish, together with di- 
rections for the preparation of sandwiches. 
N.Y.Putnam(D)1912. 271p. $1.25 net. 


Collects a large variety of explicit recipes for the chafing 
dish and gives thirty supper and five high tea menus in which 
they are included, gives directions for making a large variety 
of sandwiches (6l1p.) and adds some recipes for luncheon and 
Sunday tea. A useful little book, compiled by the author of 
Catering for two and Housekeeping for two. 


641 Chafing dish || Suppers. Analytic:, Sandwiches 
12-29450/4 


Johnson, Valentine Edward. Mechanics and some 
of its mysteries (Playbooks of science) [N.Y. 
Doran] Lond.Frowde,1912. 120p. illus. 90ce. net. 
1/6 net. 


Describes and illustrates ninety-five experiments in physics, 
of which some are the stock ones used in teaching but many 
are not. Though addressed to boys, the book will interest only 
an occasional boy while it will prove helpful to the grade 
teacher in giving variety to the lessons or in guiding the indi- 
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vidual pupil. Two other works by the same author will be use- 
ful though perhaps not to the same extent; they are: 
Chemistry and chemical magic. 150p. A12—1447 
Flying and some of its mysteries. 138p. A13-521 
The experiments in chemistry are more in the nature of tricks. 


531 Mechanics || Physics—Experiments A13-485/3 


Johnston, Charles Hughes, ed. High school educa- 
* tion. N.Y.Scribner,1912. 555p. $1.50 net. 


This volume comprises a collection of twenty-six chapters 
written by twenty-five educators in various schools and univer- 
sities, treating not only the traditional subjects in high school 
education but also drawing, music, moral education, sex peda- 
gogy, vocational and commercial education and the high school 
library. Though very uneven in viewpoint and treatment, as 
a whole they mark a decided advance and should be very help- 
ful to teachers and to students of secondary education. The 
bibliographies (6lp.) vary greatly, some being much fuller 
and some more wisely chosen than others. 

3873 High schools || Education, Secondary || Curriculum. An- 


alytics: Sexual hygiene || Vocational education {| eee 
12-6877 /7 


Johnson, Walter. Byways in British archaeology. 
[N. Y. Putnam] Camb. Univ. press, 1912. 529p. 
illus. $3.50 net. 10/6 net. 


A volume full of interest for archeologists, taking up many 
matters heretofore neglected, covering a wide scope and fur- 
nishing exact citations to a large number of authorities. The 
greater part of the contents has to do with churches and burial 
customs. Ninety-nine interesting illustrations, with notes and a 
very full index. ‘‘The amount of information compactly pre- 
sented is remarkable. . . The author has no preconceived theo- 
ries to back up, but endeavors fairly to set forth the diverse 
views of other writers without partiality.’’—Athenaeum, 1:345, 
23 Mr 12. 


913.42 England—Antiquities || Christian antiquities || Folk- 
lore—England 12-9588 /5 


Kains, Maurice Grenville. Culinary herbs. N.Y. 
Judd,1912. 1438p. illus. 75e. 


An enthusiastic little volume pointing out to housekeepers 
the advantage of varying dishes by the use of a larger variety 
of herb seasonings, and describing the propagation, cultivation, 
curing and uses of thirty-six herbs useful for this purpose. 
Many are practically unknown today, either in the garden or 
in the kitchen. 


635 Herbs || Condiments 12-29401 /3 
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Key, Ellen Karolina Sofia. The woman movement; 
tr. by Mamah Bouton Borthwick; with an intro- 
duction by Havelock Ellis. N.Y. Putnam (D) 
1912. 224p. $1.50 net. 


Not a history of the woman movement nor directly an argu- 
ment for equal rights, but a discussion of the influence of both 
on the single woman, the daughters, men and women in general, 
on marriage and on motherhood. More valuable as the observa- 
tions and deductions of this brilliant, experienced woman hav- 
ing high ideals and hopes for woman’s future than as a logical 
or exhaustive study of the woman question. Her goal is a 
society in which the welfare of the new generation is the main 
concern, in which there is absolute equality in the home and a 
definite consecration to the noble task of parenthood. 


396 Women—Social and moral questions 12-27808 /3 


Langdon, William Chauncy. The celebration of the 
Fourth of July by means of pageantry. N.Y. 
Division of Recreation, Russell Sage foundation, 
1912. 56p. paper, 15c. 


The master of the pageants at Thetford and St. J ohnsbury, 


Vt., in this pamphlet makes practical suggestions for a cele- 
bration for the Fourth of July, outline for a general pageant 
including an ‘‘episode’’ reproducing the signing of the Declara- 
tion of Independence, and general suggestions for a pageant. 
Arthur Farwell, supervisor of municipal concerts in New York 
City, contributes a stimulating article on music for the Fourth 
of July. Offers suggestions that many towns trying to elimi- 
nate the ‘noisy Fourth’’ could adopt to advantage. 


793 Fourth of July || Pageants 12-12478 /3 


Leaf, Walter. Troy; a study in Homeric geography. 
N.Y. & Lond. Maemillan (0) 1912. 406p. illus. 
maps. $3.50 net. 12/ net. 


A scholarly work of great interest to classical students, which 
naturally divides itself into two parts. The first (chapters 1-4) 
gives an excellent statement of the more recent excavations of 
the city made by Dérpfeld, discussing their relation to the 
Homeric story; the second (chapters 5-8) records the author’s 
investigations based on his own conceptions and stating his in- 
dependent conclusions. A book that ‘‘must be seriously con- 
sidered by all future students of the Homeric question. ’’ 


913.39 Troy || Homer 13-926 /3 


Leuba, James Henry. A psychological study of re- 
ligion, its origin, function, and future. N.Y, 
Maemillan(S)1912. 3871p. $2 net. 
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Part 1, Religion as.a type of rational behavior—Constructive 
criticism of current conceptions of religion—Part 2, The origin 
of magic and religion—Part 3, Religion in its relation to moral- 
ity, mythology, metaphysics and psychology—Part 4, The latest 
forms and the future of religion. 

A conscientious, painstaking attempt to return to what is 
fundamental and essential in human nature in studying religion 
through psychological methods. Primarily a work for students, 
written from the standpoint of the empirical idealist. 


201 Religion || Psychology 12-21976 7/3 


Lodge, Sir Oliver Joseph. Modern problems. N.Y. 
Doran[Lond.Methuen](F)1913. 336p. $2 net. 
5/ net. 


Twenty-one brief but trenchant essays on debatable subjects 
as varied as free will and determinism, the position of woman 
in the state, the irrationality of war, the use and abuse of 
wealth, the smoke nuisance and Tennyson’s attitude toward 
science. These diverse topics are, however, in a sense unified 
by the author’s method of approach, which is always and pre- 
eminently that of the’ scientist. His outlook is uniformly opti- 
mistic. The essays are ‘‘brilliantly illuminative and written 
in a notably clear, crisp and charming style.’’ 


304 Social problems 12—26887 /2 


Loti, Pierre, psewd. Carmen Sylva, and sketches 
from the Orient; authorized translation by Fred 
Rothwell. N.Y.Maemillan(N)1912. 214p. $1 
net. 


Contents: Carmen Sylva—The exile—Constantinople in 1890 
—Serpent charmers—A few forgotten pages of ‘‘Madame 
Chrysanthéme’’—Japanese women in 1890. 

Translations of sketches written twenty or more years ago. 
The first two picture very delicately and sympathetically the 
life of Elizabeth of Roumania, first in the royal castle and later 
at Bucharest and during her exile in Venice. In the remaining 
two other royal personages are pictured—the Sultan of Turkey 
and the Empress of Japan. They have the vague, impression- 
istic quality and vein of sentiment which have made the au- 
thor’s writings popular with many. 

844 Elizabeth Pauline Ottilie Louise, queen of Roumania. 
Analytic: Women—Japan 12-28467 /3 


McCarthy, Justin. Our book of memories. [Bost. 
Small]Lond.Chatto,1912. 463p. illus. $4 net. 
12/6 net. 
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Mr McCarthy’s letters written during the last twenty-eight 
years of his life to his friend and literary collaborator, Mrs 
Campbell Praed, form the basis of this volume. Mrs Praed 
writes the introduction and furnishes the biographical material 
and connecting links between the letters. Their chief value lies 
in the extraordinary fidelity with which they follow the 
crowded events of the years before his retirement, though they 
throw no new light on the political situation. They are undis- 
tinguished on the side of thought or portraiture ‘‘but on the 
human side the letters reveal a very engaging personality.’’ 
The volume might have been condensed to advantage. 


921 England—Intellectual life || England—Politics—1885-1896 
13-1071/4 


Macready, William Charles, Diaries, 1833-1851; ed. 
by William Toynbee. [N.Y.Putnam] Lond.Chap- 
man(N)1912. 2v. illus. $7.50 net. 32/ net. 


Beginning with his fortieth year, these diaries cover very 
completely the actor’s activities and inner life to the time of 
his retirement from the stage. The editor adds a brief account 
of his later life, but none is provided for the period before 
1833. The entries are very intimate and full, recording the 
day ’s professional events, reflections on them, family and finan- 
cial worries, social incidents, etc., and give an unusually com- 
plete picture of a remarkable personality. The riot at the 
Astor Place Theater, in New York, in 1849 is very fully de- 
scribed. 


792 A18-273/1 


Manet, Edouard. Edouard Manet; with an introduc- 
tion by Louis Hourticq ; and notes by Jean Laran 
and Georges Le Bas (French artists of our day) 
Phil.Lippincott[Lond.Heinemann] (D)1912. 95p. 
illus. $1 net. 3/6 net. 


The first of a new series of monographs, each of which is to 
contain a short biographical and critical study of a modern 
French artist, followed by reproductions of forty-eight of his 
works in chronologic order, with accompanying text. This text 
continues the account of the artist’s career, describes the paint- 
ing and occasionally quotes critical comments. The illustrations 
are in monotone and are fairly satisfactory. As supplementing 
the more general works and magazine material, this series will 
be useful in libraries having a considerable demand from lay 
students of modern art. The introduction (1lp.) in this vol- 
ume is written by the assistant-inspector of fine arts to Paris, 
author of the volume on French art in the excellent ‘‘ Ars una’’ 
series. For the second volume see Puvis de Chavannes (p. ) 


759.4 13-35184/1 
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Masefield, John. The story of a round-house, and 
other poems. N.Y. Macmillan (N) 1912. 325p. 
$1.30 net. 


The initial poem, Dauber, is a long rhymed narrative of a lad 
whose ambition to learn to paint the sea realistically has led 
him to ship as a sailor on a cruise around the Horn. It is full 
of action, color and salt, and the descriptions of the storms off 
Cape Horn are remarkable for their vividness. The short poems 
which complete the volume have wide variety in theme and 
form and are good in point of technique. 


821 12-27227/2 


Morgan, Conway Lloyd. Instinct and experience. 
N.Y. Macmillan [Lond. Methuen] (S)1912. 299p. 
$1.50 net. 5/ net. 


‘*A scholarly and highly meritorious contribution to recent 
bio-philosophical discussions, written in the usual lucid, crisp 
style of this author.’’ Many contentions about which consider- 
able difference of opinion prevails are discussed. The author 
restricts the meaning of ‘‘instinctive’’ to its biological ac- 
ceptation of congenital moods of behavior while ‘‘ intelligent’’ 
is applied to acquired behavior. 

158 Instinct || Mind and body || Reality || Experience 

12-—25793 /5 


Morgan, Joy E., comp. Selected articles on free 
trade versus protection. Minneapolis, Wilson, 
1912. 186p. $1 net. 


Contains a brief, a classified bibliography (10p.), five gen- 
eral articles, ten articles in favor of protection and twelve op- 
posed. It is intended for debaters, students of political econ- 
omy and general readers and covers all phases of the subject. 


337 or 374 ‘Tariff question || Debating. Analytic: Bibliography 
13-4138 /4 


Moritzen, Julius. The peace movement of America. 
N.Y.Putnam(N)1912. 419p. illus. $3 net. 


‘¢The aim has been to lift the subject of international good- 
will from out the mass of detail that encompasses the Ameri- 
can peace movement to where, from some vantage-point, the 
reader may survey the great work accomplished during the last 
few years.’’—Preface. Recent events of sufficient importance 
to claim general attention, such as the visits of Baron d’Estour- 
nelles de Constant and Baroness von Suttner and the forma- 
tion of the World Peace Foundation, are made the basis for 
recounting the growth of the peace propaganda and the activi- 
ties of societies and individuals in all parts of the country. 
Too detailed to be useful for popular reading. 

172.4 Peace 12-29460/2 
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Morris, Harrison Smith. Masterpieces of the sea: 
William T. Richards. Phil.Lippineott(O)1912. 
60p. illus. $1 net. 


An intimate and warmly appreciative memoir of the man 
rather than a presentation and criticism of his work. The re- 
production of fourteen of his sea paintings and a landscape in 
monotone are excellent, and there are two portraits of the artist. 


759.1 Richards, William Trost 12-24574/3 


Murray, John Hubert Plunkett. Papua; or, British 
New Guinea; with an introduction by Sir Wil- 
liam McGregor. N.Y.Scribner[Lond.Unwin] (D) 
1912. 388p. illus. map. $3.75 net. 15/ net. 


The most general as well as one of the most useful books on 
Papua, written by the lieutenant governor of the country, a 
brother of Professor Gilbert Murray. It deals fully and very 
adequately with its geography and history, native population, 
administration, exploration and development. Of most absorb- 
ing interest are the chapters dealing minutely with the native 
life and customs. Interesting illustrations. 


919.5 New Guinea || Ethnology—New Guinea 12-29306 /3 


Nicoll, William Robertson. The problem of ‘‘ Edwin 
Drood.’’ [N.Y. Doran] Lond. Hodder (D) 1912. 
212p. $1.25 net. 3/6 net. 


Mr Nicoll gathers together and discusses the materials for a 
solution to the three mysteries the novel which was left half 
finished at Dickens’ death presents to the lovers of literary 
puzzles, and attempts a solution which a close study of the ma- 
terials and of Dickens’ methods seems to him warrantable. 
The bibliography includes over a hundred titles of books, 
plays and articles which have centered around this speculation 
or have presented a solution. 


823 Dickens, Charles A13-337/73 


O’Kane, Walter Collins. Injurious insects. N.Y. 
Maemillan(N)1912. 414p. illus. $2 net. 


A welcome addition to the scientific-popular literature on 
economic ehtomology, containing a very large amount of au- 
thoritative information for the farmer, fruit-grower and truck 
gardener. A profusion of new and good illustrations from 
photographs add greatly to its value. References (9p.) 


632 Insects, Injurious and beneficial 12-26716/2 
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Paget, Walpurga Ehrengarde Helena (von Hohen- 
thal), lady. Scenes and memories. N.Y.Scrib- 
ner[Lond.Smith, Elder](D)1912. 325p. $2.25 
net. 7/6 net. 


Presents a graphic picture of Lady Paget’s early life as a 
member of one of the noblest families in Germany, as well as 
some account of the momentous European complications in 
which her husband, British ambassador at many European 
courts, played a more or less important part. For thé rest, the 
delightful record gives impressions of the life and people in 
the countries and cities the writer has lived in—Copenhagen, 
Portugal, Florence, Rome, Vienna, Venice. ‘‘The charm and 
dignity, the quiet pleasure and beauty and the serene sense of 
duty that belonged to the fifties and sixties . . . have never 
been so clearly placed before the present generation as in the 
graceful, reticent yet romantic pages of Lady Paget’s vol- 
ume.’’—Academy, 84:137, 1 F 13. 


921 Courts and courtiers 12-29309/3 


Parker, John, ed. Who’s who in the theatre. [Bost. 
Small] Lond. I. Pitman (D) 1912. 759p. $2.50 
net. 6/ net. 


A comprehensive record of the modern stage, including 
sketches of actors, actresses, managers, dramatists, composers, 
critics, scenic artists, historians and biographers. The infor- 
mation is much fuller than in the general Who’s who volumes. 
There are three sections: the first devoted to English, colonial 
and American biographies; the second to Continental notabili- 
ties; the third containing genealogies of famous theatrical fami- 
lies, new plays given in 1911, a theatrical and musical obituary, 
ete. A very useful reference work for larger libraries. 


792 Theater || Actors 12-22402/4 


Partridge, Mrs Emelyn Newcomb. Story-telling in 
school and home. N.Y.Sturgis(O0)1912. 323p. 
illus. $1.25 net. 


Part 1, ‘‘Art of story-telling,’’ discusses and classifies the 
various kinds of stories and treats of the psychological reasons 
for the advantages of a story form of instruction over others. 
Part 2, ‘‘ Retold stories,’’ gives eighteen stories in the form in 
which they have been told by the author. One is original, the 
rest adapted from various sources, which are cited. Most are 
mythological. A closing chapter discusses books of stories and 
about story-telling. A very thoughtful and scientific study of 
story-telling from the point of view of modern child psychology 
as taught by G. Stanley Hall. Perhaps too psychological for 
the ordinary teacher or parent. 


372 Story-telling 12-—25351/2 
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Phillips, Mary Elizabeth. James Fenimore Cooper. 
N.Y.Lane(F)1913. 368p. illus. $2.50 net. 


A biography of the man rather than the author, presenting, 
from family letters and other documents, a series of interest- 
ing pictures of his early life, his years of residence in England 
and on the Continent and his last years in Cooperstown and 
New York City. It has evidently been a labor of love with the 
author and forms good reading for any admirer of Cooper. 
Illustrations from many sources are lavishly supplied. 


921. Cooper, James Fenimore 12-29333 /2 


Price, M. P. Siberia. N.Y.Doran[{Lond.Methuen] 
(D)1912. 308p. illus. maps. $2.50 net. 7/6 net. 


A graphic and interesting personal account of travel in 
western and central Siberia, with an excursion into Mongolia, 
which will do much to counteract the current impression of 
Siberia as a desolate land of exiles. The author is concerned 
primarily with economic and financial conditions and has made 
valuable investigations of the actualities and possibilities of the 
country, which, he says, ‘‘is now where Canada was a genera- 
tion ago,’’ and capable of a like development. Its chief inter- 
est for the ordinary reader will probably lie in the vivid de- 
scriptions of landscape and village, Russian officials, commer- 
cial travelers and convicts and the life of the slavs and tartars. 
Polities are only incidentally touched on. Twenty-eight illus- 
trations from photographs. ' 


915.7 Siberia. Analytic: Mongolia 13-35187/3 


Prior, Melton. Campaigns of a war correspondent ; 
ed. by S. L. Bensusan. N.Y.Longmans[ Lond. 
E. Arnold](N)1912. 340p. illus. $4.20 net. 15/ 
net. 


These notes, not originally intended for publication, record 
the author’s experiences in all parts of the world and are writ- 
ten in a fresh and spirited style. They are full of interest to 
the general reader as well as to the student of military his- 
tory. The change in the position of the war correspondent that 
has taken place since Mr Prior’s first trip, to Ashanti in 1873-4, 
is noticeable. 


921 War correspondence || Military history 1383-35188 74 


Puvis de Chavannes, Pierre Cécile. Puvis de Cha- 
vannes; with an introduction and critical study 
by Andre Michel; and notes by J. Laran (French 
artists of our day) Phil.Lippincott[Lond.Heine- 
mann](D)1912. 95p. illus. $1 net. 3/6 net. 
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For note on this new series see Manet (p. ) The bio- 
graphical and critical study is by Andre Michel, curator of the 
French National Museums and professor at the Ecole du 
Louvre. 


759.4 13-—35189/1 


Ross, Denman Waldo. On drawing and painting. 
Bost. Houghton (O) 1912. 214p. 26cm. $2.50 
net. 


The author’s personal theories with regard to art in general, 
color, and working with the set-palette used by the old masters 
are here set forth with conviction and necessarily in a fairly 
technical manner. While interesting and suggestive to art 
teachers and the professional painter, it has little to offer be- 
ginners and will not be a satisfactory text because of its nar- 
row presentation. 


750 Painting || Drawing 12-25085 72 


Ruffini, Francesco. Religious liberty; tr. by J. Par- 
ker Heyes; with a preface by J. B. Bury (Theo- 
logical translation library) N.Y.Putnam[Lond. 
Williams & Norgate](D)1912. 536p. $3.50 net. 
12/6 net. 


A monumental work, ‘‘of massive learning and elaboration, ’’ 
tracing the progress of religious liberty from ancient times to 
its triumph in the nineteenth century. The inadequate trans- 
lation leaves the meaning in doubt in numerous passages, ‘‘ yet 
upon the whole, the work can be understood, and it will have 
to be reckoned with by all students of religious liberty whether 
considered in its historical development or in its abstract con- 
ception.’ ’—Biblical World, 41:69, Ja 13. 


261.7 Religious liberty || Church and state A13-445 /3 


Salisbury, Rollin D. The elements of geography, by 

* Rollin D. Salisbury and others (American 
science series) N.Y.Holt(J1)1912. 616p. illus. 
maps. $1.50 net. 


While admirably simple and clear in style the subject matter 
has a mature quality that seems to indicate it is intended for 
advanced high school classes or even more mature students. 
Pure physiography forms only a minor part, much economic 
geography being introduced. The geography of the United 
States is well covered, foreign countries receiving little atten- 
tion. A book that will mold our new courses in the new epoch 
of teaching geography that is beginning.—Journal of Geogra- 
phy, 11:31, S 12 (adapted) 

551 Physical geography || Geography 12-18744/5 
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Sarson, Mary. A history of the people of Israel in 
pre-Christian times, by Mary Sarson and Mable 
Addison Phillips. N.Y. & Lond.Longmans(Je) 
1912. 356p. maps. $1.25 net. 4/6 net. 


A compact, readable guide through the intricacies of the Old 
Testament, specially useful for young students. The whole sub- 
stance of the history is given, and ample quotations are made 
from the text. Many of the vexed questions that arise in Old 
Testament study are freely discussed. Used as a textbook at 
Rugby. 

221.9 Bible—Old Testament—History || Jews—History 

A13-687 7/5 


Scott, William: Rufus. The Americans in‘ Panama. 
* N.Y.Statler pub. co.(N)1912. 258p. illus. maps. 
$1.35 net. 


Differs from the new edition of Forbes-Lindsay’s Panama, 
the isthmus and the canal (p. 351) in giving little space to the 
isthmus and a great deal to the canal. It is written in livelier 
style, that of the newspaper correspondent, and is conceded by 
engineering authorities to be the best popular account of the 
work of building the canal which has so far appeared. Illus- 
trations, map of isthmus and of trade routes. 


626.9 Panama Canal || Canal Zone 12-25275/4 


Searcy, Alfred. By flood and field. [N.Y.Macmil- 
lan]Lond.G. Bell(O)1912. 227p. illus. $2 net. 
6/ net. 


A racy, rather breathless tale of the author’s varied adven- 
tures some twenty-five years ago in North Australia, first as 
customs officer and later as a member of the police. His first- 
hand knowledge of native life, of which he for a time became 
a part, and of conditions in one of the few remaining wild 
corners of the globe, give it historical as well as travel-adven- 
ture value. 


919.4 Australia—Description and travel 13-35190 /3 


Sedgwick, Henry Dwight. Italy in the thirteenth 
century. Bost. Houghton (N) 1912. 2v. illus. 
map. $5 net. 


The unique arrangement of this scholarly work is a dis- 
tinetive feature. Unlike other works on Italy, it treats of the 
whole country during a given period, instead of following one 
city or principality through successive periods—a scheme which 
has both advantages and disadvantages. The author attempts 
to show all aspects of the century, but is at his best in dealing 





336 GENERAL LITERATURE 


with the political side. ‘‘Mr Sedgwick’s field is too vast for 
his book to be in any sense exhaustive. It is not always well 
proportioned and its judgments will not pass unchallenged, but 
it fulfils its purpose as a popular historical introduction to 
Dante.’’—Athenaeum, 1:182, 15 F 13. 


945 Italy—History || Catholic church—History || Italy— 
Civilization || Civilization, Medieval ~ 12-26825 7/5 


Slade, Dorothea. Gutter-babies. Bost.Houghton 
[Lond.Heinemann](0)1912. 341p. illus. $1.25 
net. 6/ 


Connected sketches and stories of children in the London 
slums. The author evidently knows thoroughly the types and 
life she depicts so sympathetically but she has a disturbing 
tendency to sentimentality and one wonders if anything is 
gained from such studies beyond a closer knowledge of a con- 
dition that seems as hopeless as it is piteous. Suggestive of 
De Morgan but amateurish by comparison. 


262 (or fiction) London—Poor || Children in. London 
12—25114/4 
Smith, George Frederick Herbert. Gem-stones and 
their distinctive characters. [N. Y. Pott] Lond. 
Methuen(S)1912. 312p. illus. $2 net. 6/ net. 
An excellent semi-popular work, valuable to the craftsman, 
gem-cutter and collector. Part 1 takes up the physical charac- 
teristics and the technology of the stones; part 2 gives descrip- 
tions of the different stones. As a whole, the work is distin- 
guished for its well adjusted balance of technical and general 
information. Good illustrations, those reproducing stones in 
color. Large libraries will want this as well as Wodiska (Book- 
list, 6:351, My 10) though they duplicate considerably. 


553.8 Precious stones || Gems GS12-603 73 


Spears, John Randolph. Master mariners (Home 
university library of modern knowledge) N.Y. 
Holt(O)1912. 256p. 50ce. net. 


Aims ‘‘to tell what the men of the sea have done for hu- 
manity—what part they have had in the development of civil- 
ization.’?’ A very readable survey of the history of discovery, 
devoting special attention to the work of the earlier explorers 
and the voyages which revealed the American continent. 


910.9 Voyages and travels || Naval history || Sailors 
12-22331/5 
Spencer, Baldwin. Across Australia, by Baldwin 
Spencer and F. J. Gillen. N.Y. & Lond. Mac- 
millan(Je)1912. 2v. illus. maps. $7 net. 21/ 
net. 
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The results of these authors’ earnest and enthusiastic re- 
searches in Australian anthropology and folklore, with their 
experiences and observations during several separate journeys, 
are here generalized and condensed into a very readable and 
instructive work. Geographical features, climate, fauna and 
flora are vividly and entertainingly presented and the social 
organization, customs, beliefs and ceremonial observances ex- 
plained with sympathy and understanding. Very fully and 
finely illustrated, and contains copy of part of an old map of 
Australia (1842) and a sketch map of its drainage basins. 


919.4 Australia—Description and travel || Ethnology—Australia 
12-—22309/4 


Statham, Henry Heathcote. A short critical history 
of architecture. [N.Y.Scribner] Lond.Batsford 
(D)1912. 586p. illus. $3.75 net. 10/ net. 


An excellent, well illustrated work which has two distin- 
guishing features: in place of the conventional statement of 
facts and archeological evidence is offered a critical estimate 
of all the great phases of architectural development that have 
occurred in Europe and the Near East; the usual method of 
division into styles is abandoned in favor of grouping material 
so that it is possible to emphasize the persistence of tradition 
and the continuity of architectural practice through periods 
ordinarily regarded as unrelated.—Architectural Review, v. 33, 
sup. p. 2, F 13 (adapted) The 580 illustrations are specially 
valuable and well reproduced. 


720.9 Architecture—History 12-—29420/2 


Stelzle, Charles. American social and religious con- 
ditions. N.Y.Revell(N)1912. 240p. illus. $1 
net. 


A broad-minded, constructive survey of present conditions, 
with a full presentation of statistics and a discussion of the 
problems connected with city and country life, immigration, 
negro population, etc. Definite suggestions are made as to 
ways in which the church can help, and things to be avoided 
are indicated. Largely an outcome of the ‘‘Men and religion 
forward movement’’ campaign, of which the author had charge, 
and which surveyed seventy American cities in 1911. 


261 Social problems || U. S.—Social conditions || Sociology, 
Christian 13-1088 /4 


A stitch in time. N.Y.Putnam,1912. 75p. 75c. net. 


A little book of simple remedies for trivial ailments or pre- 
cautions to use in ‘‘first aid’’ cases. Though largely to be 
found in other books, it is a convenient compilation (for the 
home rather than the library) and contains directions for solu- 
tions, washes, gargles, ete., that are seldom seen in print. 


613 First aid in illness and injury || Medicine. Analytic: 
Cookery for the sick 12~24856/4 
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Thomas, Harry H., ed. Indoor gardening in room 
* and greenhouse. N.Y. Cassell (D) 1912. 152p. 
illus. 60c. net. 

This little English manual contains excellent chapters on win- 
dow gardening and the growing of bulbs, also on the potting 
and care of many greenhouse plants. Processes of potting, re- 
potting, taking cuttings, forcing, etc., are more helpfully illus- 
trated than in the works already familiar. The majority of 
plants described are found in the United States. ‘‘A year’s 
work in the greenhouse’’ gives by months the practical routine 
of duties. 


716 Window gardening || Greenhouses || Floriculture al Bulbs 
A13-453 /6 


Throop, Lucy Abbot. Furnishing the home of good 
taste (Country home library) N.Y. McBride, 
Nast(O)1912. 220p. illus. 26em. $2 net. 

A collection of articles on styles of furniture and on house 
furnishing, not related as a whole, mostly published in House 
and garden and the Woman’s Home Companion. The great 
French and English styles are described in a readable manner 
and illustrated with good examples. The last third of the book 
takes up the country house and its furnishing. List of books 
(48 titles) 

749 House decoration || Furniture 13-343/4 


Thurston, Ernest Temple. The ‘‘Flower of Glos- 
ter.”? N.Y.Dodd[Lond.Williams & Norgate] (S) 
1912. 244p. illus. $2.50 net. 7/6 net. 

The leisurely chronicle of wanderings through English canals 
in the barge Flower of Gloster, the country-side and cities 
furnishing food for much reflection and pleasing philosophy. 
The many sketches, which, with several colored plates, illustrate 
the text, contribute decidedly to its atmosphere of lazy charm. 


914.2 England—Description and travel || Consie~—Eetaes 
11-31498/4 


Tolman, William Howe. Hygiene for the worker, 

+ by William H. Tolman and Adelaide Wood 
Guthrie; ed. by C. Ward Crampton (Cramp- 
ton’s hygiene series) N.Y.Amer. bk. co. (QO) 
1912. 231p. illus. 50c. net. 

This sensible and simply written little work is the first to 
present occupational hygiene in popular form for the use of 
the workers themselves, and though designed for boys and girls 
in industrial and manual training high schools of New York 
City will be equally valuable for working people of any age. 
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The usual hygienic instructions are modified to meet the re- 
quirements of sedentary occupations and those involving changes 
of temperature and unusual danger from machinery or poison. 
There are chapters on the worker’s toilet, fatigue, holidays, 
accidents, fire and tuberculosis, and an excellent discussion of 
the hygienic conditions and safety devices which the factory 
employee is entitled by law to expect. 


613.6 Hygiene || Occupations—Diseases and hygiene 
12-24602 73 


Torrey, Bradford. Field-days in California. Bost. 
Houghton(F)1913. 234p. illus. $1.50 net. 


Fifteen genial essays and sketches, dealing mainly with bird- 
life in California, but including also chapters on the Grand 
Cafion, the Yosemite and the redwood grove near Santa Cruz, 
and a delightful essay on the pleasures of reading a checklist. 
Though the volume is inferior to some of Mr Torrey’s earlier 
books in firmness of style, it is clearly superior in vivacity and 
mellow wisdom.—WNation, 96:264, 13 Mr 13 (adapted) Good 
portrait frontispiece and eight excellent illustrations of Cali- 
fornia scenes. Partly reprinted from various periodicals. 


917.94 Birds || Natural history—California || California— 
Description and travel 13-1989 /5 


Treves, Sir Frederick. The land that is desolate. 
N. Y. Dutton [Lond. Smith, Elder] 7. 287p. 
illus. map. $3 net. 9/ net. 


A picture of Palestine that differs ns from the 
many that have preceded it. The author has a reverent spirit 
but a thoroughly disillusioned mind, and his questioning atti- 
tude toward the shrines and sacred places and his generally 
critical attitude will disturb some readers. The powers of ob- 
servation and insight that were prominent in his Cradle of the 
deep here serve to reproduce the curious atmosphere of a coun- 
try in which the glamor of past glories mingles with a present 
desolation which the commercial spirit of the Turkish exploiter 
serves to heighten. The photographie reproductions are re- 
markably tine. 


915.69 Palestine—Description and travel 1383-35191 /3 


Tyrrell, Henry Grattan. Artistic bridge design. 
Chie. M. C. Clark(N)1912. 294p. illus. $3. 


A semi-technical discussion, useful for designing engineers, 
but also well fitted to give the general reader a good idea of 
what has been done in this country and abroad to make bridges 
works of art instead of blots on the landscape. The 242 ex- 
cellent reproductions of examples are classed according to kind, 
use or material. 


624 Bridges 12-22340/2 
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Van de Water, Mrs Virginia (Terhune) Little talks 
* with mothers of little people. Bost.Estes,1912. 
265p. $1.25 net. 


These direct, simple chapters contain a great deal of sensi- 
ble advice for the average mother. They are wholly free from 
technicalities, do not evade the difficult questions that face the 
mother from her child’s infancy to adolescence, and will be 
both a practical help and a source of inspiration. 


173 Children—Management 312-12510/3 


Weeks, John H. Among Congo cannibals. Phil. 
Lippincott [Lond.Seeley](Ja)1913. 352p. illus. 
map. $3.50 net. 16/ net. 


‘<The best and most trustworthy account of the natives of 
Central Africa with which we are familiar.’’—Nation, 96:63, 
16 Ja 13. The author, for thirty years a missionary in the 
Belgian Kongo, devotes little space to missionary effort, but 
describes most interestingly the customs, language, govern- 
ment, arts and crafts, ordeals, games, magic and religious be- 
liefs “of the Bangala or Boloki, as he studied them in his sta- 
tion at Monsembe, and recounts fifteen characteristic folktales. 
Admirably supplements Hilton-Simpson’s Land and peoples of 
the Kasai (Booklist, 9:240, F 13) Serviceable map and index 
and fitty-four illustrations from photographs. 


572 Kongo Free State || Ethnology—Kongo Free State || 
Cannibalism 13-35192/5 


Whetham, William Cecil Dampier. The foundations 
of science (People’s books) N.Y.Dodge pub. co. 
[Lond.Jack]1912. 94p. illus. 20c. net. 


Four chapters discussing very briefly, simply and clearly the 
physical, biological, and psychological sciences. The little books 
in this series, numbering now over sixty, though very slight are 
by men of authority. Those in science may be useful in libraries 
used by students and teachers, to supplement the regular texts. 


They are poorly printed on cheap paper and lightly though 
neatly bound. 


102 Science 1383-35071 /2 


Windsor, Henry Haven, ed. Mission furniture. Pt 3 
(Popular mechanics handbooks) Chic, Popular 
mechanies (D) 1912. 120p. illus. 50c. 

Detailed directions for making piano benches, tables, dress- 
ers, wardrobes, buffets, music and magazine stands, shelves, 
chairs, settees, screens and many smaller articles. The note on 
part 2 (Booklist, 7:123, N 10) applies to this part also. 


684 Furniture (9-19622) /3 
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Barclay, Mrs Edith Noell (Daniell) A dream of 
blue roses. N.Y.Doran[Lond.Hodder]1912. 342p. 
$1.25 net. 6/ 


A young English girl, reared very simply by a French coun- 
try couple, returns to England when she reaches twenty-one, to 
find that the fortune supposedly awaiting her is unobtainable. 
How she becomes a companion to two dear old ladies, wins their 
wealthy nephew’s heart and is led to renounce her own for- 
tune makes an unpretentious but pretty little love story, fairly 
well told and not too sentimental for the average feminine 
novel-reader. 


12-27195 /2 


Benson, Robert Hugh. Come rack! Come rope! 
N.Y.Dodd [Lond. Hutchinson] (Ja) 1913. 469p. 
$1.35 net. 6/ 

The persecutions of the Catholics during Elizabeth’s reign is 


the theme of this strongly religious story, which follows the for- 
tunes and witnesses the martyrdom of a very likeable country 


boy whose father’s apostasy, to escape the fines imposed on 
Catholics, leads him to renounce his heirship and the girl he 
loves, and become a priest. A vivid picture of the period, and 
very well written, but unpleasantly realistic in detailing the 
methods of torture. 

12-29473 /2 


Brown, Alice. Vanishing points. N.Y. Macmillan 
+ (F)1913. 352p. $1.25 net. 


Sixteen short stories, each of which views a person’s life at 
the moment of some inner crisis. There is wide variety in the 
characters thus held up for scrutiny, but the incidents which 
serve for plots are of the same type in all. The New England 
atmosphere predominates, but the keen, sympathetic insight into 
human nature which constitutes Miss Brown’s strongest hold on 
her readers is of no section or period and makes these stories an 
intellectual delight. 

13-3761 /2 


Chisholm, Arthur Murray. Precious waters. Gar- 
* den City, N. Y. Doubleday (F) 1913. 422p. illus.: 
$1.25 net. 


The attempt of a railroad corporation to divert from the 
ranches of a dry-belt region the waters of which it has become 
possessed forms the center of a spirited story of love and war- 
fare. A Chicago girl becomes interested in the altercation and 
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puts her fortune to good use in rescuing the harassed ranch- 
owners from their predicament. Though not remarkable, a 
clean, readable story that will interest some men. 

13-3072 /2 


Farnol, Jeffery. The amateur gentleman. Bost.Lit- 
* tle{Lond.Low](Mr)1913. 625p. illus. $1.40 net. 
6/ 


The tale of a true-hearted country youth, the educated son of 
a champion pugilist, who sets forth to London to become a gen- 
tleman. His life in the great world of sport and fashion forms 
a slender thread of story on which to hang a long succession of 
experiences and incidents reflecting the England of a hundred 
years ago. A sheer romance, to which if one brings the truly 
romantic spirit and plenty of leisure he will find almost as much 
pleasure in the reading as the author very evidentiy found in the 
writing. Reprinted from McClure’s Magazine. 
13-35198/2 


Findlater, Jane Helen. Seven Scots stories. N.Y. 
Dutton[Lond.Smith, Elder] (Ja)1913. 339p. illus. 
$1.35 net. 6/ 


Seven homely and touchingly human stories of every-day life 
among Scotch farmers and crofters. Some prominent traits of 
Scottish character are well brought out and the simple tragedies 
and joys of old age and childhood are related with truthfulness 
and keen sympathy and with much kindly but sometimes grim 
humor. In none of them is the love interest prominent. Not 
enough dialect is used to make them difficult reading. 

A13-482 /2 


Findlater, Mary. Crossriggs, by Mary and Jane 
* Findlater. N.Y.Dutton[Lond.Smith, Elder] (Ja) 
1913. 362p. $1.35 net. 6/ 


A charming and original young woman in a little Scotch vil- 
lage, blessed with an irrepressible sense of humor and never- 
failing courage, makes a brave struggle to support an improvi- 
dent father and sister and five lively nephews and nieces. To 
them she sacrifices the best part of her youth but eventually 
meets with good fortune. A delightful character study, with 
the narrow social life of the village gentry forming an inter- 
esting background. 

A13-710/2 


—— Penny Monypenny, by Mary and Jane Find- 
later. N.Y. Dutton [Lond. Smith, Elder] (Ja) 
1913. 408p. $1.35 net. 6/ 
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Penelope or ‘‘Penny’’ Monypenny and a brilliantly erratic 
invalid cousin are both presumptive heirs to the estate of a con- 
servative old Scotch family. Despite the general gloomy com- 
monplace of her home life, ‘‘ Penny’’ grows up under the care 
of a charming mother into a delightful girl. Her unfortunate 
love for her talented cousin, the conflict between his artistic 
temperament and all the hopes and traditions of the family, and 
the final appearance of an unknown heir, make up the plot of 
a leisurely and uneventful story. 

A13-709 72 


Fox, John, jr. The heart of the hills. N.Y.Scribner 
* (Mr)1913. 396p. illus. $1.35 net. 


Against the familiar background of the Kentucky mountains, 
Mr Fox has drawn a picture that transcends in interest his 
earlier tales, in that it depicts not only the conflict between the 
old and new social order but also the struggle of the state to- 
ward a higher development. The chief characters are four 
young people, two from the mountains and two from the Blue- 
grass, whose interests and problems gradually become identical 
and who are led to sacrifice personal desires and ambitions to 
service for their people and state. Reprinted from Scribner’s 
Magazine. 

13-4614/2 


Frankau, Mrs Julia. Concert pitch, by Frank 
Danby. N.Y. Macmillan[{Lond. Hutchinson] (F) 
1913. 3880p. $1.35 net. 6/ 


A sensitive, inexperienced English girl rebels against mar- 
riage with a wealthy lord whom she cannot respect and foolishly 
elopes with.a musical genius—a monster of egoism and selfish- 
ness. Her gradual development into a strong woman under the 
most disheartening conditions and the delineation of the hus- 
band’s character are extremely well drawn. The scene is 
largely set in London society and musical circles. A book for 
the educated, adult reader. 

13-2501 /2 


Haggard, Sir Henry Rider. Child of storm. N.Y. 
Longmans(F')1913. 335p. illus. $1.35 net. 

Another ‘‘ Allan Quatermain’’ tale, second in the series of 
which Marie (Booklist, 9:76, O 12) is first. An exciting tale of 
a Zulu Helen, whose craftiness and cleverness and ambition 
cause physical and moral ruin to the tribes with which she allies 

herself and finally her own tragic end. 
13-2572 /2 


Herrick, Robert. Ore woman’s life. N.Y.Macmillan 
(F)1913. 405p. $1.35 net. 
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Study of an ambitious, parasitic woman who, without any 
family to back her, through her own cleverness gains a certain 
amount of social success in Chicago, marries a promising young 
artist, ruins his career and after his death finds others willing 
to pay her way till chance throws in her path a discarded lover, 
now a wealthy ranchman, to whom she gladly entrusts the bur- 
den of her own and her child’s support. A clever but preju- 
diced analysis of a certain type of American woman, sordid if 
not morbid, and not equal to the novelist’s early work, but un- 
objectionable from the standpoint of morals. 

13-3067 /2 


Locke, William John. Stella Maris. N.Y.Lane(Mr) 
1913. 357p. illus. $1.35 net. 


A very melodramatic tale, in which the heroine is an invalid 
girl who has been surrounded with luxury and safeguarded 
from any knowledge of the real conditions of life. Two young 
men—an actor and a journalist—who have helped to build up 
her make-believe world, are later under the necessity of helping 
her readjust her life to the world in which they live. Distinctly 
inferior to the author’s earlier work. Reprinted from the Cen- 
tury Magazine. 

13-35200/2 


London, Jack. The night-born. N.Y.Century(F) 
1913. 290p. $1.25 net. 

Ten short stories, less brutal but also less vital than many of 

Mr London’s earlier tales. Largely reprinted from magazines. 

13-3759 /2 


Marriott, Crittenden. Sally Castleton, southerner. 
Phil.Lippinecott(Ja)1913. 312p. illus. $1.25 net. 


A lively Civil War story, a northern spy and the daughter of 

a Confederate general holding the center of the stage. It is 

superior to the usual war story, the attitude of each side being 

given without prejudice anu the plot not making too great de- 

mands on the reader’s credulity. Reprinted from Everybody’s 
Magazine. 

13-3766 /2 


Parker, Sir Gilbert. The judgment house. N.Y. 
* Harper(Mr)1913. 468p. illus. $1.35 net. 


The tangle which a woman’s indiscretion has caused in the 
lives of herself and the two men who love her is at its worst 
when the Boer War calls the latter—a rising young diplomatist 
and a South African pioneer—to new responsibilities. In the 
Transvaal there is need of heroism and self-sacrifice on the part 
of all three, and their personal problems gradually work them- 
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selves out. The plot has some unusually interesting features, 
but the style is annoyingly heavy and verbose. Reprinted from 
Harper’s Magazine. 

13-5686 /2 


Prouty, Olive Higgins. Bobbie, general manager. 
N.Y.Stokes(Mr)1913. 354p. $1.25 net. 


Chronicles the doings of a New England family of a father 
and six children from the standpoint of the oldest daughter, 
who mothers it from her sixteenth year till she marries and con- 
tinues to watch over its fortunes till the youngest sister is pro- 
vided for. The tale is full of every-day doings—business, col- 
lege, domestic and love affairs, family quarrels, tragedies and 
comedies—seen through the eyes of a very loving but untrained 
girl who grows up with her family. Though far from the world 
of romance, it will interest the ordinary reader. 

13-3300/2 


Pryce, Richard. The burden of a woman. Bost. 
Houghton(F)1913. 301p. $1.35 net. 


The contrast between two women and the attitude toward 
them in a little Welsh farming village forms the theme of the 
very slight story—one a refined woman who has sinned through 
weakness and in the ten years following has proved her right 
to be called a good woman; the other a vulgar-minded girl whose 
morality is due only to lack of opportunity. Well written and 
fairly interesting, but not to be compared with Christopher. 
First published in England in 1895. 

* A13-600/2 


—— Elementary Jane. Bost. Houghton( F) 1913. 
344p. $1.35 net. 


Story of a young girl who at seventeen becomes a London 
musi¢-hall singer. Her untutored innocence is proof against her 
surroundings and she makes friends and succeeds. As the wife 
of a handsome young acrobat, who deserts her, she learns how 
to be faithful to an ideal and at length has her reward. A 
simple story, improbable but well told and on the whole pleasant 
reading. First published in England in 1897. 

A13-713 /2 


— Jezebel. Bost.Houghton(F)1913. 378p. $1.35 
net. 


An English lord christens his daughter ‘‘ Jezebel,’’ to pique 
her mother, who shortly after runs away. The child flourishes 
despite the name, grows into a beautiful woman, lives down the 
suspicions of the county families and finally accepts one of the 
most critical dowagers as a mother-in-law. The early portion 
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of the story, depicting the girl’s happy childhood, is much the 
stronger—as in Christopher. First published in England in 
1900. 

A13-517 72 


Ray, Anna Chapin. On board the Beatic. Bost.Lit- 
tle(F)1913. 379p. $1.30 net. 


A great American captain of industry of forty falls a vic- 
tim to the charms of a haughty, independent New England 
woman of thirty-two during a trip to Europe, but she prefers 
her freedom. Good management on his part brings them back 
on the same steamer, when the romance ends in the approved 
way, the heroine having discovered the identity of her lover— 
and the demands of her own heart. An amusingly snobbish and 
unreal story, but harmless and full of the kind of sentiment 
and sort of incidents that appeal to the average novel-reader. 


13-2842 /2 


Richards, Mrs Laura Elizabeth (Howe) Miss Jimmy. 
Bost.Estes(Ja)1913. 270p. $1 net. 


Breezy little tale of the way in which one wholesome, unsel- 
fish, energetic little woman brought a new outlook to a whole 
New England vilage. Each character stands for a type and all 
are overdrawn, but few readers will quarrel with the story on 


that account. 
13-1380 /2 


Sedgwick, Anne Douglas. The nest, The white pa- 
goda, The suicide, A forsaken temple, Miss 
Jones and the masterpiece. N.Y. Century (Ja) 
1913. 302p. $1.25 net. 


These short stories compare favorably with the author’s best 
work, ‘‘The white pagoda’’ is as humorous and ‘‘A forsaken 
temple’’ as subtle as anything in Tante. 

13-385 /2 


Silberrad, Una Lucy. Success. [N.Y.Doran] Lond. 
Constable(F)1913. 316p. $1.20 net. 6/ 


A young English inventor of great ability and promise is 
charged by the powerful firm which employs him with making 
overtures to foreign governments toward selling an aerial tor- 
pedo he has invented. Through a technicality a jealous secre- 
tary brings about his discharge and, discredited professionally, 
he is driven to accept a low grade of work through a long term 
of years. His genius and persistence bring him to the top 
eventually and with the aid of a large legacy he is able to clear 
his name. An absorbing, well written story, which should in- 
terest young men. 

12-4465 /2 





CHILDREN’S BOOKS 


Gordy, Wilbur Fisk. American beginnings in Eu- 
* rope. N.Y.Secribner, 1912. 3836p. illus. maps. 
75e. net. 


A good textbook, with chapters on the Greeks, the Romans, 
the Middle Ages, the Crusades, the discovery of America, and 
the rival powers in Europe and America. ‘‘Practically the 
only book for children which teaches history logically.’’ There 
are many good illustrations and eleven clear, colored maps. 


909 Europe—History || U. S.—History—Discovery and explora- 
tion 12-16651/4 


Holland, Rupert Sargent. Historic poems and bal- 
lads. Phil.Jacobs(O)1912. 297p. illus. $1.50 
net. 


A collection of sixty poems describing stirring scenes in his- 
tory, a large proportion relating to the United States. The ar- 
rangement is chronologic. Each poem is preceded by an intro- 
duction giving the historic setting, a short description of the 
event and incidents connected with it or with the author of the 
poem; these vary widely in value. A glossary of unusual words 
and a list of names referred to in the poems, with explanations, 
are appended. 


821 Poetry—Collections || History 12-24615 /3 


Hutchinson, Woods. The child’s day (Woods Hutch- 
* inson health series) Bost. Houghton (O) 1912. 
184p. illus. 40c. net. 

Following the course of a normal child’s activities, at home 
and at school, the simple principles of hygiene and facts of 
anatomy and physiology are presented. The style is admirably 
adapted to arouse the child’s interest. The first book in a new 
series, intended for grades 3-5. Good illustrations. 


613 Hygiene . 12-22285 /3 


Kaler, James Otis. Antoine of Oregon, by James 
Otis. N.Y.Amer. bk co.(N)1912. 149p. illus. 
map. 35c. net. 

Antoine Laclede, a boy of fifteen, tells the story of his jour- 
ney over the Oregon trail in 1845, serving as guide to a party 
of emigrants. They encounter the typical dangers of storm 
and hunger and attacks of Indians. Continues the series begun 
in 1910 (Booklist, 7:131, N 10) 

978 West (The) 12-26760/3 
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—— Benjamin of Ohio, by James Otis. N.Y.Amer. 
bk co.(N)1912. 157p. illus. map. 35e. net. 


A boy who has emigrated to Ohio and settled in Marietta in 
the early days of General Putnam’s Ohio company, writes to a 
Massachusetts friend describing the adventures of the journey 
and the manner of life in the new country. Very successful in 
reproducing pioneer life for children. 


$77.1 Ohio 12-25565 73 


— Seth of Colorado, by James Otis. N.Y.Amer. 
bk co.(N)1912. 147p. illus. map. 35ce. net. 


Describes the fortunes of the settlers and early history of 
Colorado from the viewpoint of a boy of twelve who emigrates 
from Kansas in 1857. The troubles of the farmers with hungry 
and disappointed gold-miners, the Indian uprisings during the 
Civil War and much else of interest is described. 


978.8 Colorado 12-—25566 /3 





NEW EDITIONS 


Addams, Jane. Twenty years at Hull-house. N.Y. 
+ Macmillan(N)1912. 462p. illus. $1.50 net. 

A cheaper reprint of the 1910 edition (Booklist, 7:183, Ja 
11) 


331.8 Hull house, Chicago || Social settlements || Chicago— 
Social conditions (1910 ed.) 10-27833/75 


Barker, J. Ellis. Modern Germany. 4th ed. rev. 
[N. Y. Dutton ]Lond. Smith, Elder, 1912. 764p. 
map. $3 net. 10/6 net. 


This edition is more than 400 pages larger than the original, 
issued under the author’s former name, O. Eltzbacher (Booklist, 
2:105, Ap 06), and nearly 200 pages larger than the second edi- 
tion (Dutton, 1908, 583p., $3 net) Much out-of-date matter has 
been omitted and seven new chapters added, which discuss Russo- 
German relations, Germany’s policy toward Great Britain, the 
Moroccan crisis, industrial conditions, and other present-day 
topics. 

914.3 Germany—Politics || Germany—Economic conditions || 
Germany—Foreign relations 13-968/4 


Channing, Edward. Guide to the study and reading 
of American history, by Edward Channing and 
others. Rev. ed. Bost. Ginn(N)1912. 650p. 
$2.50 net. 


A-greatly enlarged edition of Channing and Hart’s Guide to 
the study of American history (in A. L. A. Catalog 1904) It has 
been extended to cover recent history from 1865 to 1910. The 
original chapters have been largely made over and the bibliogra- 
phies revised to include many titles later than the 1896 edition. 
References to earlier.and less accessible books have been re- 
placed by more available ones. The sections on social, economic 
and industrial history have been enlarged and a new set of ref- 
erences on the West added. 


016.9 or 973 U. S.—History—Bibliography || U. S.—History 
—Study and teaching 12-22964 /3 


Chapman, Frank Michler. Color key to North 
American birds. Rev. ed. N.Y.Appleton(S) 
1912. 356p. illus. $2.50 net. 

The systematic table has been reset and brought down to July 

1912. Two appendixes are added. The first includes all the 


changes in nomenclature and descriptions of new birds which 
have been accepted by the A. O. U. Committee on Classification 
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. 


and Nomenclature since the publication of the first edition, 
1903; the second consists of a faunal bibliography, classified by , 
locality. The text proper remains practically the same as in 
the first edition (in A. L. A. Catalog 1904) 


598.2 Birds. Analytic: Bibliography 13-273 


Clark, John Bates. The control of trusts, by John 
Bates Clark and John Maurice Clark. N.Y. 
Maemillan(S)1912. 202p. $1 net. 


A rewritten and improved edition, expanded to more than 
twice the length of the first edition (in A. L. A. Catalog 1904) 
The method of control advocated—the regulation of competi- 
tion—is essentially the same as in the earlier volume, but the 
definite constructive suggestions have been modified to deal 
with present conditions. 


338.8 Trusts 12-20812/73 


Curtis, William Alexander. A history of creeds and 
confessions of faith in Christendom and beyond. 
[N.Y.Scribner] Edin. T. & T. Clark,1912. 502p. 
$3 net. 10/6 net. 


This comprehensive study not only takes up historically the 
creeds and confessions of each of the prominent Christian 
churches of today, but also supplies the text of the creeds of 
the ancient church, summarizes the teachings of the later and 
less important creeds, includes the articles of religion of such 
bodies as the Salvation Army and the Mormons and devotes a 
chapter to the formulas of non-Christian religions. It covers 
a broader field than Schaff’s Creeds of Christendom, though in a 
less complete way. This is a cheaper reprint (Scribner, 1911, 
$4 net) 


238 Creeds (1911 ed.) A12-272/2 


Dow, Arthur Wesley. Theory and practice of teach- 
ing art. 2d ed. N.Y., Teachers college, Colum- 
bia univ.1912. 73p. illus. $1.50. 

Differs from the first edition (Booklist, 5:135, My 09) in the 


addition of a Japanese ink painting and many new examples’ of 
students’ work. 


707 Art—Study and teaching 12-29742 /2 


Farmer, Fannie Merritt. Food and cookery for the 
sick and convalescent. Rev. ed. Bost. Little 
(D)1912. 305p. illus. $1.60 net. 
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The chapters on infant feeding, estimates of food values and 
some others contain new material and a few new recipes have 
been introduced. Sixteen pages larger than the first edition (in 
A. L. A. Catalog 1904) 


641 Cookery for the sick 13-17 /2 


Forbes-Lindsay, Charles Harcourt Ainslie, Panama, 
the isthmus and the canal. Rev. ed. Phil. Win- 
ston,1912. 390p. illus. maps. $1 net. 

Except for the final chapter, which brings the account down 
to the close of 1912, the text is the same as in the first edition 


(Booklist, 3:11, Ja 07) . About half of the illustrations are new 
and the others have been rearranged. 


626.9 Panama || Panama Canal 13-2030/3 


Frazer, James George. The golden bough. 3d ed. 
N.Y. & Lond.Macmillan,1911-12. pts. 1-5. pt. 1, 
$6.50 net; pts. 2-4, $3.50 net each; pt. 5, $6.50 
net. 


Contents: Part 1, The magic art and the evolution of kings 
(2 volumes) ; part 2, Taboo and the perils of the soul; part 3, 
The dying god; part 4, Adonis, Attis, Osiris; part 5, Spirits of 
the corn and of the wild (2 volumes) 

A greatly enlarged edition of an important work on primitive 
religion and folklore, to be complete in seven parts. The parts 
follow in a general way the order of topics in the second edi- 
tion (Macmillan, 1901, 3v., $12 net) 


291 Religion || Magic || Folklore 11-25443 /5 


Goodspeed, George Stephen. A history of the ancient 
world; rev. by William Scott Ferguson and 
Stillman Perey Robert Chadwick. N.Y.Scribner, 
1912. 580p. illus. maps. $1.50 net. 

This excellent school text has been enlarged nearly 100 pages 
over the first edition (Scribner, 1904, 483p., $1.50 net), and 
made more valuable in a number of ways. Select lists for col- 
lateral reading and a chronologic table have been added. The 
general contents of each section have been set at the head in 
bold-faced type and marginal references have been more freély 
used. Sixteen new plates and four new maps are included, and 
all the maps have been corrected and improved. 


930 History, Ancient. Analytic: Bibliography 12-16405 /3 


Hughes, Rupert, ed. Music lovers’ cyclopedia. Rev. 
ed. Garden City, N.Y.,Doubleday(F)1913. 948p. 
$1.50 net. 
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A cheap one-volume edition of the Musical guide (in A. L. A. 
Catalog 1904), with three additional sections: ‘‘ Supplementary 
stories of the operas’’; ‘‘Supplementary dictionary of musi- 
cians’’; and ‘* Necrology’’ of names in the original publication. 


780.3 Music — Dictionaries, cyclopedias, etc. || Musicians — 
Dictionaries, cyclopedias, etc. 13-1832 /4 


Larned, Mrs Linda (Hull) The new hostess of to- 
* day. N.Y.Scribner(F)1913. 428p. illus. $1.50 
net. 

Though based on The hostess of today (in A. L. A. Catalog 
1904), this edition is 125 pages larger, contains over 1100 more 
recipes, has been entirely reset and so changed and improved 
in every way as to be practically a new book. The arrangement 
and form of the recipes is different and the estimated costs are 
omitted. A new alphabetic index replaces the detailed table of 
contents which served as an index before. 


641 Cookery 13-1777 /3 


Lowell, Abbott Lawrence. The government of Eng- 
land. Rev. ed. N.Y.Macmillan(D)1912. 2v. $4 
net. 


A chapter on the House of Lords and the Act of 1911 has 


been added, and a new preface mentions the changes in govern- 
ment which have taken place since the first edition was pub- 
lished (in A. L. A. Catalog 1904-11) 


342.7 England—Government 12—22324/2 


Martin, William Alexander Parsons. The lore of 
Cathay; or, The intellect of China. N.Y.Revell 
(Mr)1912. 480p. illus. $1.50 net. 


Reproduced from the same plates as the first edition (in 
A. L. A. Catalog 1904) on slightly smaller pages at a reduced 
price, with a brief introduction by James S. Dennis. 

951 China—Civilization. Analytics: (Chinese literature |j 
China—Religion || Education—China || ni 8430/7 


Merriman, Mansfield, ed. American civil engineers’ 
pocket book. 2d ed. N.Y.Wiley(Je)1912. 1473p. 
illus. $5 net. 


Two new sections are included in the present edition; one on 
steam and electric engineering and another on the construction 
and maintenance of highways and streets. The chapter for- 
merly treating of roads and railroads has been enlarged and re- 
vised, and is now devoted to steam and electric railroads. Eight 
pages have been added to the section on earth-work computa- 
tions. The index has been revised and many minor corrections 
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have been made throughout the work to bring it to date. This 
edition contains ninety-three pages and forty-three tables more 
than the first (in A. L. A. Catalog 1904-11) 


620 Civil engineering 12-25081/3 


—— Strength of materials. 6th ed. rev. N.Y. Wiley 
(J1)1912. 169p. illus. $1 net. 


A new chapter has been added on combined stresses, about 
100 new problems and several new cuts have been introduced 
and numerous changes made throughout the work. For first edi- 
tion see A. L. A. Catalog 1904. 


620.1 Strength of materials 12-18956 7/2 


Meyer, Henry Herman. The graded Sunday school 
+ in principle and practice (Modern Sunday school 
manuals) Rev.ed. N.Y.Eaton,1912. 263p. 75c. 


Three chapters on child psychology in part 1 of the first edi- 
tion (A. L. A. Catalog 1904-11) have been omitted, and five 
new ones added in the section on administration: ‘‘ Courses of 
study—Three viewpoints’’; ‘‘Departmental and class organ- 
ization’’; ‘*Special days and their observance in the graded 
Sunday school’’; ‘‘The Sunday school library’’; and ‘‘Stand- 
ard courses in teacher-training.’’ Others chapters have been 
revised to date and a few references added to the bibliography. 


268 Sunday schools 13-361/2 


Pancoast, Henry Spackman. An introduction to 
+ American literature. 2d ed. rev... N.Y.Holt,1912. 
438p. illus. $1.12 net. 


The final chapter, ‘‘General survey of literature since the 
Civil War,’’ has been rewritten to bring it to date and to take 
account of recent tendencies in American literature. Most im- 
portant. contemporary writers are mentioned, usually with brief 
descriptions of their work, but no attempt is made to criticize 
living authors. The earlier chapters have been slightly revised. 
First edition in A. L. A. Catalog 1904. 


810.9 American literature—History and criticism 12—21339/2 


Schiller, Ferdinand Canning Scott. Humanism. 2d 
ed. N.Y. & Lond.Macmillan,1912. 381p. $3.25 - 
net. 10/6 net. 

Nineteen philosophical essays, of which the underlying 
thought that ‘‘man is the measure of all things’’ and that ‘‘it 
is impossible to strip the human element out from even our 
most abstract theorizing,’’ does not differ essentially from 
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pragmatism. The treatment is as popular as the subject admits, 
the style is clear and colloquial and the thought profound and 
original. The present edition includes four essays not in the 
‘original (Maemillan, 1903, 297p., $2.75 net): ‘‘Humism and 
humanism’’; ‘‘Solipsism’’; ‘‘Infallibility and toleration’’; 
and ‘‘Freedom and responsibility.’ ’ 


104 Philosophy || Humanism 138-35193 73 


Spalding, Frederick Putnam. A text-book on roads 
and pavements. 4th ed. rev. N.Y. Wiley (N) 
1912. 408p. illus. $2 net. 

Nearly seventy pages larger than the third edition (Booklist, 
5:123, Ap 09) New chapters are added on bituminous maca- 
dam and concrete pavements, while the chapters on brick, 
asphalt and wood pavements have been considerably modified. 


625.7 Roads || Pavements || Streets 12-22338/4 


Stanley, Sir Henry Morton. How I found Living- 
stone. Centenary ed. N.Y.Scribner,1913. 736p. 
illus. maps. $2 net. 

A cheaper reprint of the first edition (in A. L. A. Catalog 


1904), with the original illustrations. Robert Speer contributes 
an introduction on Livingstone’s work and influence in Africa. 


916.7 Africa, Central || Livingstone, David 13-4635 7/4 


—— In darkest Africa. N.Y.Scribner,1913. 506p. 
illus. map. $3 net. 

A cheap edition in one volume from the same plates as the 
two-volume edition (in A. L. A. Catalog 1904), with the origi- 
nal illustrations. 

916.7 Africa, Central A13-712/3 


Terence. Terence; with an English translation by 
John Sargeaunt (Loeb classical library) N.Y. 
Maemillan[Lond.Heinemann] (O)1912. 2v. $1.50 
net each. 5/ net each. 


These are among the first of about 200 projected volumes, 
designed to make accessible to the general reader carefully 
edited texts of the whole body of classical and early Christian 
literature, with English translations on the opposite pages. The 
undertaking is under the supervision of an advisory board of 
prominent European and American scholars. The immediate 
editors are Dr T. E. Page, formerly of Charterhouse School, 
London, and Dr W. H. D. Rouse of Cambridge. The transla- 
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tions, which are the work of recognized scholars, have for the 
most part been made specially for this series, though some 
earlier translations of high literary quality have been used. 
Brief but sufficient biographical and bibliographical introduc- 
tions and a very few textual and explanatory notes are in- 
cluded. The volumes are of convenient size, the binding is 
neat but rather thin and the type and paper on the whole sat- 
isfactory. 


872 


2 13-5588 /1 


Tillson, George William. Street pavements and pav- 
ing material. 2d ed. N.Y.Wiley(N)1912. 651p. 
illus. $4 net. 


Certain chapters have been completely revised to take account 
of the new pavements and new methods of constructing old 
pavements introduced since the first edition (in A. L. A. Cata- 
log 1904), and a new chapter on concrete pavements has been 
added. Another new chapter, ‘‘The protection of pavements,’’ 
deals with the problem of the destruction of pavements through 
subsurface street construction. 


625.8 Pavements 12-23083 /2 


Unwin, William Cawthorne. A treatise on hydrau- 
lies. 2d ed. N.Y.Maemillan(Ag)1912. 339p. 
$4.25 net. 


A new appendix of eleven pages gives a short summary of 
researches since the 1907 edition (in A. L. A. Catalog 1904-11), 
and some corrections have been made. 


532 Hydraulics 1838-35194 /2 


Webb, Walter Loring. The economics of railroad 
construction. 2d ed. rev. N.Y.Wiley(D)1912. 
347p. illus. $2.50. 


An excellent, condensed treatment of the subject, which as- 
sumes familiarity with the mechanical processes of construc- 
tion and devotes all the space to the broader elements of the 
problem, financial, legal, operating and physical. In the pres- 
ent edition, the chapters on operating expenses, distances, 
curvature and grade have been practically rewritten to con- , 
form to the changes made since the former edition (Wiley, 
1906, 339p., $2.50) by the Interstate Commerce Commission in 
the classification of operating expenses. New tables have been 
added and many of the earlier ones have been enlarged and 
brought to date. Many nrinor errors have been corrected. 


656 Railroads—Construction 12-25457 /2 
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Wing, Henry Hiram. Milk and its products (Rural 
science series) Rev. ed. N.Y. Macmillan (F) 
1913. 4383p. illus. $1.50 net. 


An enlarged and greatly improved edition of a standard text 
(in A. L. A. Catalog 1904) The revision consists almost en- 
tirely of additional chapters on dairy cattle and milk produc- 
tion, certified milk, and ice-cream manufacture, with such 
minor changes in the original chapters as were necessary to 
bring them to date. The dairy laws and references of the ap- 
pendix have been extensively revised. 


637 Milk || Dairying 13-1668/3 
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